shoveling a safe activity, the section foreman does not know why
the miners are continuing to refuse to shovel coal out of the
feeder.

Mr. Zohn is also correct in saying that the entire decision
in this proceeding must be based on the credibility of the testi-
mony given by the respective parties' witnesses*  It strains my
credulity to believe that Cronin and Nixon actually thought that
they were supposed to crawl through about a foot or less of space
between the side boards on the feeder and the mine roof to get
down onto the actual aonveyor belt very close to the pick break-
ers in order to shovel coal which was located closer to the dump-
ing end of the feeder than it was to the pick breakers.

It would have been practically impossible for complainants
to have gotten into the feeder since Nixon is about 6 feet 1 inch
tall and Cronin is about 5 feet 10 inches tall and quite stocky.
In other words, the physical problems associated with complain-
ants' getting into a position inside the feeder are such that I
do not believe that Simms would order men to undertake such an
unreasonable feat as getting inside the feeder so as to shovel
coal out of the narrow opening between the top of the feeder and
the mine roof.

The testimony of Hart was that he based his certainty that
Simms wanted Nixon and Cronin to get inside the feeder simply on
a gesture which he claims Simms made, while Simms claims that
his genture was to the back of the machine where the coal is
dumped onto the feeder.

One of the problems in all these cases is that miners have
a tremendous amount of difficulty in communicating with each
other.  I believe that if they would talk over with their section
foremen what their real problems are, and vice versa, that they
would avoid a great many of the disputes which seem to occur.  I
cannot understand why Nixon and Cronin could not have asked Simms
where he wanted them to position themselves in order to perform
the shoveling of coal.  Neither of them claims to have asked that
question.  The most that either one of them claims is that Cronin
asked if the power was off and Nixon says he asked for a safety
committee meeting.  That is the extent of their conversation.
The rest of the conversation consists of Simms repeating that he
wanted them to get the coal shoveled out of the feeder.

We have in the record the testimony of Baker, a roof bolter,
who had come down to the dinner hole after he had finished doing
some work at the face assigned to him by Simms,,  He says that he
saw both Nixon and Cronin shoveling coal out of the feeder.  But
Nixon's aad Cronin's testimony confirms that when Baker saw them
doing the shoveling, they were doing the only shoveling which
Simms agreed that they had done the whole .evening.  Therefore,
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